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STORAGE MATERIALS: ANTIQUE FURNITURE 
Design Load = 1 25 . LBS/SF ( Light Storage) 
Design load shall be conspicuously 
posted by the Owner using a durable 
metal sign which shall be maintained by 
the Owner. The Owner shall be 
responsible for keeping the actual load 
below the allowable limit. 




fMC’S-.a ft- 


4x6 Totop* 


Balcony 84sf 


















